Product Name: 
Company Name: 


Emergency Contact: 


Skin Irritant, Category 1 
Eye Irritant, Category 2 


Signal Word: 


Hazard Phrases: 


Precaution Phrases: 


Response Phrases: 


Potential Health Effects 


Eye: 

Skin: 
Inhalation: 
Ingestion: 


(Acute and Chronic): 
Inhalation: 

Skin Contact: 

Eye Contact: 
Ingestion: 
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1. Product and Company Information 


DE-3750 ULTRA DUREX GLOSS CLEAR 
Lanco Paints and Coatings 

600 Mid Florida Dr. 

Orlando, FL 32824 

Emergencies Involving Spills, Leaks 
Fires, Exposures, or Accidents 


(800) 424-9300, Chemtrec 


Phone Number: 
(407) 240-4000 


2. Hazards Identification 


WARNING 


May cause an allergic skin reaction. 
May cause skin irritation. 


Read label before use 

Wear protective clothing, gloves, eye and face protection 
Do not eat, drink or smoke while using this product. 
Wash hands thoroughly after handling 

Take off contaminated clothing and wash before reuse 


IF ON SKIN (or hair): Remove/take off immediately all contaminated clothing. Rinse skin with 
water/shower. If skin irritation occurs seek medical attention 

IF IN EYES: Rinse cautiously with water for several minutes. Remove contact lenses, if present 
and easy to do. Continue rinsing. If eye irritation persists, seek medical attention 

IF SWALLOWED: Rinse mouth. Do NOT induce vomiting. Seek medical attention. 


Causes eye irritation 

Causes skin irritation 

Prolonged or excessive inhalation may cause respiratory tract irritation 
May be harmful if swallowed or ingested 


Chronic inhalation may cause effects similar to those of acute inhalation. 

May cause headache and dizziness. Causes respiratory tract irritation 

Prolonged and/or repeated contact may cause irritation and or dermatitis. 
Causes severe eye irritation. 

May be harmful if swallowed or inhaled. May cause irritation of digestive tract 
May cause gastrointestinal irritation with nausea, vomiting and diarrhea. 


3. Composition/Information on Ingredients 


CAS # Hazardous Components (Chemical Name) Concentration 
121-44-8 *Triethylamine <1% 
° Indicates toxic chemical(s) subject to the reporting requirements of Section 313 of Title III and of CFR 372 


Inhalation: 
Skin Contact: 


Eye Contact: 


Ingestion: 


Note to Physician: 


Suitable Extinguishing Media: 
Unsuitable Extinguishing Media: 
Fire Fighting Instructions: 


Personal Precautions: 
Environmental Precautions: 
Methods for containment and 
clean up: 


Precautions for Safe Handling: 


Conditions for Safe Storage: 


Engineering Controls: 


Eye Protection: 
Skin Protection: 


Work Hygienic Practices: 


4. First Aid Measures 


If inhaled, move to fresh air. If breathing is difficult, give oxygen and seek medical treatment. 

Flush skin with plenty of water for at least 15 minutes while removing contaminated clothing and shoes. 
Wash clothing before reuse. If skin irritation occurs, get medical advice/attention. 

Flush eyes with plenty of water for at least 15 minutes, occasionally lifting the upper and lower eyelids. 
Get medical aid immediately. 

Never give anything by mouth to an unconscious person. Rinse mouth with water. Do NOT induce 
vomiting. Get medical aid. 


Treat symptomatically. Contact poison control if large quantities have been ingested. 


5. Fire Fighting Measures 


Use an extinguishing agent suitable for surrounding the fire. 
None Known 
As in any fire, wear appropriate protective equipment and self-contained breathing apparatus (SCBA) 


6. Accidental Release Measures 


Avoid contact with skin, eyes and clothing. Ensure adequate ventilation. 

Do not allow spill to enter drains, waterways or storm sewers. 

Provide good ventilation, dike spill area and add absorbent earth or sawdust to spilled material. 
Collect absorbent mixture into suitable disposal containers 


7. Handling and Storage 


Avoid contact with skin and eyes and clothing. Avoid breathing vapors. In case of insufficient ventilation, 
wear suitable respiratory equipment. 

Store in a cool dry, well ventilated area away from ignition sources, heat and combustible materials. 
Keep containers closed tightly when not in use. Store upright to prevent leakage. 


8. Exposure Controls/Personal Protection 


Use appropriate engineering controls such as process enclosures, local exhaust ventilation or 

other engineering controls to control airborne levels below recommended exposure limits. 

Good general ventilation should be sufficient to control airborne levels. Where such systems 

are not effective, wear suitable personal protective equipment, which performs satisfactorily and 
meets OSHA or other recognized standards Consult with local procedures for selection, training, 
inspection and maintenance of the personal protective equipment. 

Safety glasses with side shield. For a higher degree of protection, wear chemical splash goggles. 
Chemical — resistant gloves and chemical goggles, face-shield and synthetic apron or coveralls should 
be used to prevent contact with skin, eyes or clothing. 

Ensure shower and eyewash station(s) are available. Use good personal hygiene practices. Wash 
hands before eating or drinking. Promptly remove soiled clothing and wash thoroughly before reuse. 


9. Physical and Chemical Properties 


Physical States: Liquid 


Flash Point: N/A 
Boiling Point: N/A 
Melting Point: N/A 
Specific Gravity: (H20 =1): 1.049 
Vapor Pressure: N/A 
Vapor Density: N/A 
Solubility in Water: Soluble in cold water 
Odor: Little or no odor 
Upper/Lower Flammable Limits: N/A 
Evaporation Rate: N/A 
Coating VOC (gm/I): 100 
Material VOC (gm/l): 41 
10. Stability and Reactivity 
Stability: Stable 
Conditions to Avoid: Heat, flames, incompatible materials, poor ventilation. 
Materials to Avoid: Strong oxidizing agents, strong alkalis, strong acids 
Hazardous Decomposition Nature of decomposition products unknown. 
Hazardous Reactions: No data available. 


11. Toxicological Information 


Signs and Symptom of 
Overexposure: No information available 


Acute Effects: 


Eye Contact: No information available 
Skin Contact: No information available 
Inhalation: No information available 
Ingestion: No information available 
Target Organs: No information available 
Chronic Effects: No information available 
Toxicity Values: No information available 


12. Ecological Information 


General Ecological Information: No data available 
Persistence and Degradability: No data available 


Bioaccumulative Potential: No data available 
Mobility in Soil: No data available 
Other Adverse Effects: No date available 
13. Disposal Considerations 
Waste Disposal Method: Consult with the US EPA Guidelines listed in 40 CFR Part 261.3 for the classifications of hazardous 


waste prior to disposal. Furthermore, consult with your local and state waste requirements or guidelines, 
if applicable, to ensure compliance. Arrange disposal in accordance to the EPA and/or state and 
local guidelines. 


14. Transport Information 


LAND TRANSPORT (US DOT): 
DOT Proper Shipping Name: 
Marine Transport 

IMDG Shipping: 


AIR TRANSPORT (ICAO/ATA): 


IATA Shipping Name: 


U.S. Regulations: 


Not regulated 
Not regulated 
Not regulated 
Not regulated 
Not regulated 
Not regulated 


15. Regulatory Information 


EPA SARA (Superfund Amendments and Reauthorization Act of 1986.) Lists 


CAS # Hazardous Components (Chemical Name) S. 302 (EHS) 
121-44-8 Triethylamine 


Revision Date: 11/20/2016 


Additional Information about this Product: 


16. Other Information 


S. 304 RQ 


S. 313 (TRI 


Health: 1 
Flammability: 0 
Reactivity: 0 


Hazardous Material Information System III (U.S.A) 


Caution: HMIS® ratings are based on a 0-4 rating scale, with O representing minimal hazards or risks, and 4 representing 
significant hazards or risks Although HMIS® ratings are not required on MSDSs under 29 CFR 1910. 1200, the preparer may 
choose to provide them. HMIS® ratings are to be used with a fully implemented HMIS® program. 


The information contained in this data sheet is based on present scientific and technical knowledge. The purpose of this 
information is to draw attention to the health and safety aspects concerning the products supplied by Lanco Paints, and to 
recommend precautionary measures for the storage and handling of the products. No warranty or guarantee is given in respect 
of the properties of the products. No liability can be accepted for any failure to observe the precautionary measures described in 
this data sheet or for any misuse of the products. 


